1835.) Temperature of Kandy, in Ceylon. 709 


XIV.—Extract from a Meteorological Journal kept at Kandy, Island of 
Ceylon. By Captain Orb, R. E. 
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N. B. Highest range in the shade, 88°. Lowest, 59°. Mean Temp. of the year— 
73°3. Total quantity of Rain—inches, 78°6 

Remarks.— Kandy is situated in a mountainous district, in Lat. N. 7?18' ;--Long. 
80°49’, and at an elevation of about 168C ft. above the level of the sea. It is so 
surrounded by high hills, asto render both the direction and force of the wind very 
difficult to be obtained—but it is strongly affected by both monsoons. 


